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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 MC-01 CIAE-00 INR-07 NSAE-00 

RSC-01 TRSE-00 DODE-OO /029 W 

121756 

R221024Z JAN 75 

FM AMEMBASSY SOFIA 

TO USDOC WASHDC 

OECD PARIS 591 

INFO SECSTATE WASHDC 9137 

CONFIDENTIAL SOFIA 0146 

E.O. 11652: GDS 

TAGS: ESTC, COCOM, US, BU 

SUBJECT: US EXCEPTIONS CASES - TAPE CLEANER/TESTER TO BULGARIA 
COMMERCE FOR BEWT/OEA; STATE ALSO FOR EUR/EE 
REF: OECD PARIS 1709; B) SOFIA 2300 

EMBASSY PLEASED TO RECEIVE NOTIFICATION OF COCOM 
APPROVAL DOC. (74) 2593 FOR TAPE CLEANER/TESTER TO 
BULGARIA AS NOTED REFTEL A. WE WOULD APPRECIATE 
INFORMATION, HOWEVER, ON WHETHER THIS REFERS TO 
SAME CASE AS THAT DESCRIBED IN OUR STILL UNANSWERED 
REFTEL B. 
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